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THE LOWER JAW-AFTER MACERATION. 
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APPEARANCE OF THE PATIENT FOUR MONTHS AFTER THE OPERATION. 


APF 





Upon the stde of the lace , the cieatria 18 see7e, shewing 
the line of the external tretsiait: a similar 
mcistar pmeade upor the opostl sive, meets the 
other at lhe thin 





